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OTA/TECH~ 34/79 
15 August 1979 


15 August 1979 


MEMORANDUM FOR: [| Systems Analysis Staff/0CR 


- SUBJECT OIA SAFE Terminal Requirements for FY 85 


1. The Offic Imagery Analysis is currently projecting 


fice level of people in FY 85. Of this total, approximately 


111 have the requirement to utilize the SAFE system. When 
considering space limitatio 


e, it is felt 
that one terminal for every will be sufficient 
to satisfy OIA SAFE requirements In : 


2. If there are any questions, pleas contact] | 
OIA SAFE Coordinator on extension| |] 


2 —- 
ma 


Office of Imagery Analysis 
Distribution: 
Original - Addressee 
1 - NFAC/OIA/TS 
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